





January 28, 1982 


INTERNATIONAL HEADQUARTERS DEPARTMENT HEADS 
REGIONAL VICE PRESIDENTS 
DISTRICT MANAGERS 


DISTRICT MANS ee 
The following Jupiter stores closed to the public January 6, 1982: 
Jupiter #4616 Springfield, MO (M) 
Jupiter #4653 Chicago Heights, IL (M) 
Jupiter #4655 Gary, IN (M) 
The following Kresge store closed to the public January 23, 1982: 
Kresge #92 Scranton, PA (E) 
The following Kresge stores closed to the public in Canada: 
January 27, 1982 Kresge #5082 Toronto, Ontario 
January 25, 1982 Kresge #5086 Oshawa, Ontario 


The total number of stores by region and the total number of 
all stores at the end of the fiscal year 1981, January 27, 1982 is: 


KRESGE K mart JUPITER TOTAL 
Central Region tt 336 14 
Eastern Region 51 352 12 415 
Midwestern Region 44 373 36 453 
Southern Region pe 464 0 477 
Western Region me § 414 _0 421 
U. S. STORES TOTAL 190 1939 62 2191 
CANADIAN STORES TOTAL _60 116 ae 183 


ALL STORES TOTAL 


